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HISTORICAL INTRODUCTION.

without however, causing the Florentine flask to be discarded.
The first of these was proposed by Amblard of Paris1) in 1825.
It consisted of a conical glass tube, open at both ends and
drawn out to a taper. This tube was suspended by means of a
cork ring at its upper end in a high glass mixing cylinder. This
cylinder was provided at the top with an overflow tube. The oil
collects in the glass tube and can be removed from this after
closing the small lower opening, by pouring out as often as desired.
The more salable volatile oils which were used in larger-
quantities in the perfume industry that had developed in France
in the course of the 18, century were still prepared during the
first quarter of the 19. century in the traditional primitive distilling
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vessels, and were improved by rectification. In Germany the
apparatus shown in figs. 38 and 39 were principally used. While
the oils of lavender, rosemary, orange flower, and other fragrant
oils (essences) were manufactured in France, and rose-oil in Tur-
key, Germany and Hungary supplied the market with the oils of
caraway, fennel, anise, coriander, calamus, peppermint, spearmint,
valerian, chamomile, and others used in medicine and in the
fine arts. In southern France, especially on the sunny slopes
of the Alps near the Mediterranean coast, the industry of the
aromatic oils developed considerable proportions in the early
part of the past century. The oils principally used for medi-
cinal purposes, however, were still prepared in apothecary labor-

x) Bulletin des travaux de la Societe de Pharm.  Paris, May 1825, p. 247.